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that he and Sibert "sent around a piece of paper and had 

(everyone) enter their names, 

O'Neill stated that when Humes and Boswell 

couldn't locate an outlet for the bullet that entered the 

back Sibert left to call SA Killion '(FBI Laboratory) to 

determine if any extra bullets existed. This is when the 

autopsy doctors learned of the bullet found on the 

* 

stretcher. 

O'Neill also stated, that as he understood it, 

"Mrs. Kennedy gave permission for a partial autopsy and 
that Dr. George Burkley reiterated her remarks. O'Neill 
feels that there was "no question" that Burkley was con- 
veying the wishes of the Kennedy family. On the issue of £ 
the full vs. partial autopsy, O'Neill said that Admiral 
Galloway resolved this by ordering a complete autopsy. 

At this point, O'Neill stated that in reference to the back 
wound, that the doctors "did not cut through into the 
back of the neck." 

O’Neill firmly believes that when the autopsy was 


